
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



September 24, 1909 1426 

Report from Tampico — Inspection and fumigation of vessels — Sanitary 

conditions. 

Acting Assistant Surgeon Stowe reports, September 9 : 

Week ended September 8. 

Vessels inspected and passed 9 

Bills of health issued 9 

Members of crews of outgoing vessels inspected 280 

Passengers of outgoing vessels inspected 11 

Vessels fumigated prior to sailing 5 

No cases of quarantinable disease occurred during the week. Sani- 
tary condition of port and surrounding country, good. Mosquitoes 
are abundant. 

Reports from Veracruz — Inspection and fumigation of vessels — Small- 
pox — Inspection of passengers from Merida — Sanitary work, month 
of August, 1909. 

Acting Assistant Surgeon Carter reports, September 5: 

Week ended September 5. 

Bills of health issued 8 

Vessels fumigated 5 

Vessels inspected 3 

Passengers inspected 201 

Members of crews inspected 398 

Sanitary conditions at Veracruz remain good. Two cases of small- 
pox with 1 death were reported during the week. These cases were 
removed to the lazaretto and all precautions were taken. 

A close inspection of passengers from Merida is made before land- 
ing, with a daily inspection while in Veracruz for 6 days if they 
remain that length or time in the city. If they leave the city a 
train inspection is carried out. There is very little increase of 
mosquitoes. 

Sanitary work done during the month of August, 1909. 

The following report is received from the chief of the sanitary 
department of Veracruz. : 

Month of August, 1909. 

Visits made to nonimmunes 36, 427 

schools 282 

factories 472 

stores 262 

Nonimmunes entering the city 1, 877 

leaving the city 1, 766 

Houses fumigated 30 

Deposits of water oiled 2, 782 

destroyed 7, 815 

Liters of petroleum used 4, 683 

Houses cleaned 7 

Notices sent to house owners 9 

Passengers inspected on trains 9, 325 

Suspects sent to hospital for observation 17 



